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CONFIDENTIAL LONDON 00890 

E.O. L1652: GDS 
TAGS: MILL ETEL, UK 

SUB J : REALIGNMENT OF NAVAL TELECOMMUNICATIONS SYSTEM 
REF: LONDON 19630 AND PREVIOUS 

1 . PELLEW, DEFENSE DEPARTMENT, FCO, IN RESPONSE TO QUERY 
FROM EMBOFF, ASSURED US TODAY ALTHOUGH STAFF WORK STILL 
CONTINUES ON THE LONDONDERRY/THURSO REALIGNMENT, THE USG 
CAN PROCEED WITH THE ASSURANCE THAT IT HAS HMG'S APPROVAL. 
ON THE MATTER OF THIS SUBJECT APPEARING IN THE DEFENSE 
POSTURE STATEMENT, PELLEW ASKED IF WE WOULD PROVIDE ASAP 
THE TEXT OF PPOPOSED STATEMENT. 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: NAVAL FORCES, TELECOMMUNICATION, PUBLIC DISCLOSURE, INFORMATION SECURITY 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 JAN 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ElyME 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976LONDON00890 
Document Source: CORE 
Document Unique ID: 00 
Drafter: n/a 

Enclosure: DG ALTERED 
Executive Order: GS 
Errors: N/A 

Film Number: D760020-0170 
From: LONDON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 44/aaaabnkh. tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: 75 LONDON 19630 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 12 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 MAY 2004 by ShawDG>; APPROVED <07 SEP 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: REALIGNMENT OF NAVAL TELECOMMUNICATIONS SYSTEM 
TAGS: MILI, ETEL, UK 
To: STATE DOD 
Type: TE 
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